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Tills OOCOMIUT CONTAINS INFOItUATIO.t AFFtCTtMOTME NATIONAL DtfENSZ 
C? TUt UNITED STATES WITHIN TUB UCANINO OF TttZ SSriOMASS ACT S 3 
0. S. e.. SI AND sa. AS AMENDS O. ITS TIUNB MISSION ON THE NEVCLATION 
OF ITS COIITCNTS IN ANT LIANtiCB TO AH DflAUTNORIZZO FStSON IS FRO- 
HIDITEO ST LAW BIFBCDUCTIOU Of THIS FOBS IS FOCH MUTED. 


BECAUSE QF 
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r* ; p tv 
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lc The following information QGD09XD8 develcpaeixtca. yrtjgcte 

at VEB Cleraate*- rad Regie rwarke ( Apparatus, and Regulator Plante ) (GR§)0CJ 
Teltow* fl 


Tha Soviet EE-lnetallation for three components is operated by 

the State Security Service at Wolgaat, This vaa requested by 

the factory through the M&In Admir.iBtre.tion of Presiaion He chaal ce 

and Opt tea o GRW has so far been only supplied uith a photostat nPT /1951- 

copy of working instructions translated from Russian* Tbits eopA 8 UU l Pry 

includes four wiring diagmaa 0 The translation vaa male by ••/:*'<>» 

translator and subsequently checked by Dr* ttafac Hllwlnt , 

iifio correct transla on of n ech*xicsLl £ ; . Sin 53 the records S l0imm *\ 

submitted to GRW proved insufficient ]>r Wilheliai asked the { *T/ 

Main Administration to furnish him all the records re 1 a A nrL Tw — v v 

to the Soviet SI- installation* t? 

2 3 OC TfiB&fr 

Compass for Amahiblpyiq Tm^g. ^ r 

Work on this compass has been concluded and m so s 3 ary record s / 1 l/f A 

were turned over to the Tractor pliant a* Schoenebeek on the J /Of J 

Elbe River in early December 1956. ‘ // 


Magnetic compass tests were being made with the 125-typo compass 
with various fillings ( ratio of glycerin to water 50 to 50 
and alcohol content 53 percent ) and various temperatures from 
- 30 ° to +10 o 

_ _ J the electrolytic 

compass is not to be provided with a 75 , but rather with a 100 , 
compass car Two mother compasses were completed* One of them 
was installed in the F0RELLE (ship) the other on a SCHWALBE- 
type ship* Nothing has boost learned so far about the experiences at 
the NVA/Navy with these compasses*, The general Impression 
was that the NVA/Navy showed very little cooperation* 
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e e It wa a learned from written records that the IS 1 / enterprise^at Wolgast 
was censured by the Ministry because it had pro mturaly placed with 
GRW an order for the quantity production of the BK installation for 
throe components* Tho quantity production of this plant will p therefore & 
not be startedo 

f 0 No new Information was obtained on the automatic navigator (Kurskoppel- 
geraet) g 

2o A& tto PM* 


25X1 


a* On 4th Decaibor 1956, tho expert for nautical questions of the Main 

Administration for Mechanics and Optics, Puehs(fkm) visited Dr 0 Wilhelml 
and talked with him for four hours 0 

(flan) 

bo On 5th December, Zaeumer/, Development Chief of the Scion* if Ic Technical 

Bureau (WTB) on Bahnhofstrasso Berl in, previously the Fi rm of Knorr-Brensu^ 

had a conference with Dr« Wilholraic development work 

on hydrographic equipment was to Id© transferred from GRW to WT3*. 

Co | ^ ^ ^ ORW was 25X1 

to discontinue work on nautical equipment,, 


dp 


Ing B Geske was scheduled to cooperate with 25X1 

Ing« Kuchenbaecke^TfiTthe field of oscillation measuring aet^„ 

If all these clianges are really effected, only Ing<* Tortcrotod (fta) and 
another assistant would remain at the plant for work on nautical equipment, I 


f® I4aw»mn(ftau)ha3 become the new Labor Director. He came from the Apparate* 
and Zaohlwerk at Teltow and wa s In chargo of TAI.waat t era» and l ater attached 
to tho Labor Dep artment ther e 0 

R " 25X1 


3» Genoral . 

a 0 On sth Deonnhar 1956. about 20 x 600 and l.OOO/ahaklnT tables were aeon 

I . _ I 25X1 

the delivery antes for these tables had not been met® 

b; On 6th December, Ott (fnu) of VEB Feinmechanik at Sonnanberg visited 
GRW in order to negotiate on the magnetic testing of aircraft compasseSo 

three aircraft compasses were scheduled to be completed 25X1 
at Sonnanberg prior to April 1957, The Sonnenberg plant manufactured aircraft 
compasses during World War II C 

Co On 6th December six Chinese visited GRW, details were not available 0 
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stroboscopes for aviation purposes wero being zdai 

mnufactured a" Babolabergo These Beta function with two diaoa 
up to 3 f 600 rotations par minute and 43 P 000 rotations per 
minute. 

(ftm) 

Ingo Gladbach/was interrogated 25X1 

by representatives of the Ministry of the SSD in connection with 
differences between the plant manager and tho technical director* 
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’■terming Inatru.3tlQna.for tho KUS-9 n Sat * 

le The voltage at the input torninal is 6 V & % 

2 0 The change in the direction of currant in the windings of EIK is 
effected by the changing~over of the corresponding lines at the 
output terminal., 

3o The feed-in of the contact brush is connected with the terminal 
at a contact spring 3 

4, At course regulation of potent iorater U # the contact pin is first 
connected with the latter t1 ? ff on the left hard side ar.d the second 
letter on the right hand sidor The switching off io effected in 
the reversed order* 


25X1 

25X1 


Assembly pattern for the KUS-9n 

EMK-9n RSU 

Tho boxes of the compensating rosistancos GSR 0 3 to9 V and 

GSG, 3 through 14 V 

are used depending on the voltage which is applied to RSch-9n 
and depending on the electromagnetic de\ T iatioxio 


25X1 
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